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UNCLASSIFIED 

PAGE 01 STATE 232258 

46 

ORIGIN COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014R 

DRAFTED BY COM/S AD/WBTYRRET .1 ,/F.MB 

APPROVED BY EB/OCA/CM/AW ALLACE 

COM/SAD/JEMURRIN 

COMAV.CEN.AFR./TFIEDLER 

COM/EM/JDOYLE 

AF/W/RMCGUIRE 

052198 

P 301555Z SEP 75 

FM SECSTATE WASHDC 

TO AMEMBASSY ACCRA PRIORITY 

UNCLAS STATE 232258 


E.O. 11652: NA 
TAGS: BEXP, GH 

SUBJECT: THIRD GHANA INTERNATIONAL FAIR (CPF) PROSPECT- 
INDUSTRIAL BOILER COMPANY 

REF: ACCRA 6231 

1. REFTEL INQUIRY FOLLOWS EARLIER FIELD OFFICE REQUEST FOR 
FACT SHEET, FORMS, ETC. TO GO TO THIS COMPANY. 

2. SEPTEMBER 24 TELCON TYRRELL/WARD INDICATES COMPANY'S 
GENERAL INTEREST IN WEST AFRICA MARKETS WITH POSSIBLE USE 
OF GHANA FAIR AS INITIAL STEP. 

3. ARE STATISTICS READILY AVAILABLE OM PAST FAIRS BUSINESS 
VISITORS FROM NEIGHBORING COUNTRIES? ADVISE. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE232258 

Document Source: CORE 

Document Unique ID: 00 

Drafter: SAD/WBTYRRELL/EMB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750338-0829 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975095/aaaaadkz.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 ACCRA 6231 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JAN 2003 by maustmo; APPROVED <17 FEB 2004 by RowellE0> 

Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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